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LIMITED OFFICIAL USE OTTAWA 1788 

E.O. 11652: N/A 
TAGS: TECH, ENRG, CA 

SUBJECT: LEAK DETECTED IN PICKERING UNIT 4 
REF: OTTAWA A-632, DECEMBER 10, 1974 

1. BEGIN UNCLASSIFIED. ONTARIO HYDRO ANNOUNCED MAY 12 THAT A 

HEAVY WATER LEAK HAD BEEN DETECTED IN UNIT 4 OF THE PICKERING NUCLEAR 
POWER STATION. THE HEAVY WATER IS COMPLETELY CONTAINED; NO READIO- 
ACTIVITY HAS OR CAN ESCAPE TOTHE ATMOSPHERE. THE LEAK WAS 
DETECTED WHEN THE UNIT, WHICH HAD BEEN SHUTDOWN FOR ROUTINE MAINTEN- 
ANCE ON APRIL 4, WAS RESTARTED ON APRIL 8-10. END UNCLASSIFED. 

2. BEGIN LIMITED OFFICIAL USE. SENIOR ONTARIO HYDRO OFFICIAL 
(PORTECT) HAS UNDICATED TO SCICOUNS THAT APPARENTLY THERE ARE TWO 
TUBES RESPONSIBLE FOR THELEAK. EVERY INDICATION IS THAT THIS IS 

THE SAME PROBLEM WHICH WAS ENCOUNTERED ON UNIT 3. CONFIRMATION 
WILL NOT, REPEAT, NOT BE AVAILABLE, HOWEVER, FOR PERHAPS AS LONG 
AS 2-3 WEEKS. OPERATIONAL PLANS ARE TO REMOVE THE LEAKING TUBES 
AND TRANSFER THEM TO CHALK RIVER FOR METALLURGIKAL EXAMINATION. 

IF IT PROVES TO BE THE SAME PROBLEM AS THAT ENCOUNTERED ON 
UNIT 3, THE TECHNIQUE HAS BEEN PERFECTD FOR CHANGING TUBES 
TO A POINT WHICH SHOULD PERMIT UNIT 4 TO BE EXAMINED AND 
RETUBED AS NECESSARY IN APPROXIMATELY ONE-HALF THE TIME PER 
TUBE WHICH WAS REQUIRED FOR UNIT 3. FOR THE INFORMATION 
OF THE ADDRESSEES, UNIT 3 RETUBING HAS NOW BEEN COMPLETED 
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AND THE NUCLEAR REACTOR US READY TO OPERATE. UNIT 3, 
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HOWEVER, IS DOWN BECAUSE OF THE CONTINUING TURBINE PROBLEMS 
WHICH HAVE BEEN THE SUBJECT OF OTHER REPORTING. END LIMITED 
OFFICIAL USE. 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR POWER PLANTS, NUCLEAR HAZARDS, HEAVY WATER 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRH 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975OTTAWA01788 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 68-1 128 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750557/aaaabztc.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 
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Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 
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Review Exemptions: n/a 
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Review Release Event: n/a 
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